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Memphis,  Tenn.,  Jan.  21,  1863. 

GENERAL    ORDERS, 
No.   8. 

Surgeon  C.  H.  Laub,  U.  8.  A.,  having  reported  for  duty,  and  being  the  Senior 
Surgeon  in  the  Department,  is  hereby  announced  as  Chief  of  the  Medical  Department, 
and  will  relieve  Surgeon  H.  R.  Wirtz,  in  the  duties  of  the  same. 

By  order  of  Major  General  U.  S.  Grant. 

.ino.  ^v.  n^vv^Liisrs, 

Assistant  Adjutant  General. 
I  Official:  I 
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